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by relaying the bulged portion to the true line, after which no further movement was observed.
The concrete core-wall, as shown by the longitudinal section (Fig 93) extends to a depth of 38 feet entirely across the bottom of the valley, and into the hillsides laterally from 10 to 20 feet.
The trench was cut about 5 feet wide and entirely filled with concrete. The wall extends 2 to 4 feet above the surface, stepped down the sides of the canyon in horizontal and vertical steps as indicated. During construction the flood-waters were handled by a large flume, supplemented by three capacious tunnels, one of which was subsequently